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^         SMAVMDMViV S.LI <I\V  HJYitSXV along the line, but in the supreme hour of her triumph she was struck down by small-pox and died after a brief illness. The Elector, who was half-crazed with grief, would not leave her bedside during the whole of her illness. He, too, caught the disease, and died eleven days later. He was succeeded by his brother, Augustus Frederick, better known as " Augustus the Strong," and Eleanor became the Electress-dowager of Saxony.
